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BECEWINC REPORT 


P®ly0tfayl««e iHmoOtk, 41 ft. dl«. ZO 

tailored tapeleae deaipa* 3/4 mil 
polyathyleae. type 253-541-241. 

BallocM controla iocladtai iMllaatwr 20 
mmI timer functions. Idaatical to tboaa 
aei^icd for Project 106. 

Motnllised Mylar aplierea, butt 
joiaitad gores w/railef valv'e: 


. 66t mil 2 

1. 34 mil Z 

2. 00 mil 2 

2. 64 mil 2 

3. 42 mil 2 


Motalllaad Mylar spbaraa, bait 
jointed gores with orarlairplag 
matallisad ccwtact strips: 


. 664 mil 2 

1. 34 mil 2 

2. 00 mU 2 

2. 64 mil 2 

3.42 mil 2 
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